USDA 



United States Department of Agriculture 
Animal and Plant Health Inspection Service 

INSPECTION REPORT) 

'. y 


^ MGF.tB 

2 52005 369 custjd 

167836 inspjd 
5172 site id 


LAMPIRE BIOLOGICAL 
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Site: 001 

LAMPiRE BIOLOGICAL 
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Type: ROUTINE INSPECTION 
Date: JUL-18-2005 


No non-compliances identified this inspection. 
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